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SG1A 


■STD/NOFORN 


WORKING PAPER 


6 SEP 90 


TASKER 


1. PROJECT: 90102-11 

2. ENCRYPTED COORDINATES: 821444/552066. 

3. BACKGROUND: Target is a Base Station located south of 

Bogota, Colombia, call sign SG1A 

4. ESSENTIAL ELEMENTS OF INFORMATION: 



STD/NOFORN 
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